
MEHRAN UNIVERSITY OF ENGINEERING & TECHNOLOGY, 

SHAHEED Z.A BHUTTO CAMPUS KHAIRPUR MIR’S 


No. MUET/SZAB-C/KHP/DDF/- 2 3/) 
Dated: 29-11-2017 


To, 


Manager (Reforms) 

Sindh Public Procurement Regularity Authority 
Barrack-8 Secretariat 4-A 
Court Road 
Karachi. 


SUBJECT: BID EVALUATION REPORT FOR SUPPLY OF I.T EQUIPMENTS FOR 


VARIOUS DEPARTMENT AND OFFICES AT MUET. SHAHEED Z.A 

BHUTTO CAMPUS KHAIRPUR MIR’S. 


Reference: NIT NO: MUET/SZAB-C/DDF/KHP/-2280 Dated:05-10-2017, 

SPPRA SERIAL No. 34705. 


Dear Sir, 


We are enclosing here hard and soft copies on CD of Bid Evaluation Report signed by the 
Procurement Committee of the subject NIT for hoisting / publication on the SPPRA website in 
compliance of Rule No. 45. 

It is further requested that the Bid Evaluation Report of subjected NIT may kindly be hoisted at 
SPPRA website on the Evaluation Reports webpage, at earliest so that the post tender codal formalities 
could be completed. 

Your earliest response will highly be appreciated please. 



0 


C.C to: 


1. Deputy Director, ICPC, MUET, Shaheed Z.A Bhutto Campus Khairpur Mir’s Bid Evaluation Report for 
uploading on Web-Site of MUET, Shaheed Z.A Bhutto Campus Khairpur Mir’s. 

2. The Secretary to Pro-Vice Chancellor, MUET, Shaheed Z.A Bhutto Campus, Khairpur Mir’s. 









